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UNCLASSIFIED 

PAGE 01 RABAT 00693 201732Z 
71 

ACTION SY-10 

INFO OCT-01 AF-05 NEA-05 ISO-OO FBO-01 BOOK-845 FBO-OO 
( ISO ) W 

047771 

R 201710Z FEB 74 
FM AMEMBASSY RABAT 
TO SECSTATE WASHDC 1 172 
INFO AMEMBASSY BEIRUT 
USINT ALGIERS 

UNCLAS RABAT 0693 

E.O. 11652: N/A 
TAGS: ASEC ABLD 

SUBJECT: EXTERIOR SECURITY LIGHTING FOR USINT ALGIERS 

BEIRUT FOR RSS, RTC 
DEPT FOR A/SY/FO AND A/FBO 

REF: ALGIERS 342 (NOTAL) 

1. ALGIERS REQUESTS INFORMATION AND SOURCES OF SUPPLY FOR 
EXTERIOR AREA SECURITY LIGHTING FOR CHARGE S RESIDENCE, FBO 
PROPERTY, AND CHANCERY. EXTERIOR LIGHTING PRESENTLY MEETS ONLY 
MINIMUL SECURITY STANDARDS. 

2. POST PARTICULARLY INTERESTED IN SYSTEMS THAT HAVE PHOTO- 
ELECTRIC CELL FOR AUTOMATIC OPERATION. SYSTEMS SHOULD BE 220V., 

50 CYCLE. 

3. RSO RECOMMENDS FBO AUTHORIZE SPENCER TO REVIEW PROJECT AND 
LOCATE AN ELECTRICAL CONTRACTOR TO PERFORM REQUESTED WORK. RSO 
IS AWARE THAT PSO UNABLE TO LOCATE ELECTRICAL CONTRACTOR IN 
ALGERIA, TUNISIA, OR FRANCE WILLING TO PERFORM THE WORK. 

4. ADVISE FBO SOONEST.PARKER 


UNCLASSIFIED 


NNN 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974RABAT00693 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: RABAT 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740221/aaaaatnh.tel 

Line Count: 49 
Locator: TEXT ON-LINE 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: ALGIERS 342 (NOTAL) 

Review Action: RELEASED, APPROVED 
Review Authority: shawdg 
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Review Content Flags: 
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Review Event: 
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Review Release Event: n/a 
Review Transfer Date: 
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